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Corrigendum 

Corrigendum  to  “Reoxidation  behavior  of  Ni-Fe  bimetallic  anode  substrate  in 
solid  oxide  fuel  cells  using  a  thin  LaGaC>3  based  film  electrolyte” 
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The  authors  regret  that  in  the  published  paper  Fig.  5  was  incorrect.  Fig.  5  should  be: 


Also,  the  caption  of  Fig.  15  should  be  “XRD  patterns  of  (a)  electrochemical  reoxidized  cell  and  (b)  chemical  reoxidized  cell.” 
The  authors  would  like  to  apologise  for  any  inconvenience  caused. 
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